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UNCLASSIFIED 

PAGE 01 BUCHAR 05422 231215Z 
67 

ACTION CU-04 

INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO A-01 /018W 

100335 

R 231000Z OCT 75 
FM AMEMBASSY BUCHAREST 
TO USIA WASHDC 
INFO AMEMBASSY TEHRAN 
AMEMBASSY AMMAN 
SECSSTATE WASHDC 5183 

UNCLAS BUCHAREST 5422 

USIA FOR OIA/SS-BORK 

TEHRAN AND AMMAN FOR USIS-PLEASE PASS ANN KARRAS 

E.O. 11652: NA 
TAGS: SCULRO 

SUBJ: GLASS DOOR FOR AMERICAN LIBRARY THEATRE 
REF: USIA MESSAGE OF OCT 2 

1. POST HAS JUST RECEIVED AGENCY MESSAGE AND KAWNEER 
BROCHURE. PLEASE DO PROCEED AS SUGGESTED REF MESSAGE 
IN OBTAINING NECESSARY PRICE INFORMATION INCLUDING 
SHIPPING CHARGES. ANN KARRAS HAD SUGGESTED YUGOSLAV 
FIRM AND WE ARE IN PROCESS OF CHECKING WITH THEM TO 
ASCERTAIN COSTS, DELIVERY DATES AND IF THEY CAN FURNISH 
EMPLOYEES TO INSTALL DOOR. INSTALLATION BY LOCAL WORK 
MEN UNFAMILIAR WITH DOORS COULD BE PROBLEM THEREFORE 
PURCHASE FROM YUGOSLAVIA HAS ADDED ADVANTAGE THAT 
WORKMEN COULD EASILY COME FOR INSTALLATION. 

2. WHILE STILL AWAITING INFORMATION FROM YUGOSLAVIA 
POST WOULD BE INTERESTED IN KARRAS'S OPINION MERITS 
OF OBTAINING DOOR U.S. SOURCE VS YUGOSLAV SOURCE. 

ALSO GIVEN FACT KARAS PROBABLE RETURN LAST WEEK 
NOVEMBER POST WOULD LIKE TO HOLD OFF DECISION UNTIL 
THAT TIME UNLESS YUGOSLAV OFFER UNSATISFACTORY. 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BUCHAR05422 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750369-0463 
From: BUCHAREST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 025/aaaaawno. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 
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